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STATE OF MAINE 


Inter-Departmental Memorandum' Dan. January 4, 1991 


To 

All Aeencies & Departments 


From 

Janice Thomas. Buver 


? - 

WO'Q& 

Subject. 

FACSIMILE MACHINES 

I 



Dept _ 

Dept Bureau of Purchases 


The Bureau of Purchases has issued new contracts for facsimile 
machines. You have three (3) lines of thermal paper machines and two (2) 
lines of plain paper fax(es) to choose from. 


Specification sheets on all four (4) machines are attached for your 
reveiw. 

Each agency should carefully review the specification sheets. Your 
selection should not exceed your actual needs. The basic differences among 
the thermal paper machines are as follows: 



LON RANGE vs 1 

MEDIUM RANGE 

Page Count: 

No 

Yes 

Throat Size 

8.58" 

10" 

Document Feeder: 

10 sheets 

20 sheets 

Effective Scan: 

8.19" 

9.9" 

Cos t: 

$589.00 

$694.00 


MEDIUM RANGE vs 

HIGH RANGE 


Auto. Dial Capactiv: 

76 

100 

Call Group: 

None 

20 

Throat Size: 

10 . 1 " 

11.7" 

Document Feeder: 

20 sheets 

30 sheets 

Effective Scan: 

9.9" 

10.1" 

Cos t: 

$694.00 

$962.36 

PLAIN PAPER FAX 

LON VOLUME vs 

HIGH VOLUME 

Transmission Speed: 

12 sec. 

10 sec. 

Document Feeder: 

20 sheets 

. 30 1 sheets 

One Touch Dial: 

28 

32 

Print Method: 

Ink Jet 

Laser 

Memory: 

12 sheets 

50 sheets 

Max. Original: 

8.5"x 78. 7U" 

10.1" x 39.^ 

Effective Print: 

8.35" 

- 8.0" 

Cos t: 

$1,5 72.00 

$1,990.00 


After your have made your selection, submit a Purchase Requisition, 
BP-1A.. Do not issue a Cootract Release. Purchase orders will be done in 
this office. 


All fax machines carry a one year warrantee on both parts and labor. 
Instructions on their use will be given by the vendor upon request. 


Source: https://www.industrydocuments.ucsf.edu/docs/ngblOOOO 
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Page two of Facsimile Machines 
Prices are ^s follows: 


Low Range 


Panafax UF127 

$ 589.00 

Medium Range 


Fujitsu 160 

694.00 

High Range 


Konica 280 

962.36 

Plain Paper, 

low volume 

Panasonic UF-300 

1,572.00 

II M 

high volume 

Fujitsu 730 

1,990.00 


Source: https://www.industrydocuments.ucsf.edu/docs/ngblOOOO 
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